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Two heating systems:Boiler 
heating system&soleplate . 
heating system working seperately, 


i a haba ease slicer low temperature ironing with super steam. 
steam valve 
360° rotary power cord! j Worldwide invention patent of 
safety cap : Mechanical valve control tested over 
ah 80000times 
steam chambers 3 | | ™ Anti-drip,100% water atomized equably, 


sterilization function 
™ Continual/high pressure/high temperature 
Steam ironing or dry ironing 
, | Over heat protection&Over pressure 
steam mein | "Boiler On/Off switch un ive hin “pee designed 
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Product name | Mechanical valve boiler steam iron 
ModelNo. S182 | 
Product size 281*120*145mm 
Power supply | 240Vac 50Hz 2100W 
~ Steam output 40g/min 


e Pls read the instruction manual carefully before using this item. 

e Turn soleplate temperature dial to the OFF position to turn soleplate off. 

e Ensure that the amount of water never exceeds the MAX mark inside 
the boiler water tank. 

e The filling aperture must not be opened during use. 


Power Jet Steamer 2.5 ATM 
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